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ACTION EB-07 

INFO OCT-01 ARA-10 EUR- 12 EA-09 NEA-10 ISO-OO /049 W 

091646 

R 121437Z SEP 75 
FM AMEMBASSY THE HAGUE 
TO SECSTATE WASHDC 6644 
USDOC WASHDC 
INFO AMEMBASSY BEIRUT 
AMEMBASSY BANGKOK 
AMEMBASSY BELGRADE 
AMEMBASSY BOGOTA 
AMEMBASSY BUENOS AIRES 
AMEMBASSY TEHRAN 
AMEMBASSY TEL AVIV 

UNCLAS THE HAGUE 4646 

E.O. 11652: N/A 
TAGS: BBSR, NL 

SUBJECT: GLOBAL MARKET RESEARCH: POST STUDIES-COMMUNICATIONS 
EQUIPMENT AND SYSTEMS 

REF: STATE A-5384 

L AFTER CAREFUL REVIEW OF REQUIREMENTS OF SUBJECT 
STUDY, WE HAVE RELUCTANTLY REACHED CONCLUSION THAT CURRENT 
PERSONNEL SITUATION AT POST DOES NOT RPT NOT PERMIT 
PREPARATION OF ADEQUATE REPORT. 

2. FSO RESPONSIBLE SUBJECT SECTOR HAS BEEN AT POST 

FOR ONLY ONE MONTH, OF WHICH TWO WEEKS AWAY FROM OFFICE 
ON SICK LEAVE AND EMERGENCY FAMILY TRAVEL TO MANILA. 

3. NETHERLANDS COMMERCIAL PROGRAM, BESIDES CCP, UNDER 
REORGANISATION FOR LAST SIX WEEKS. ONE OF PURPOSES 

THIS REORGANIZATION IS SPECIFICALLY TO DEVELOP CAPABILITY TO 
BE MORE RESPONSIVE TO REQUESTS SUCH AS OUTLINED REFAIR. 
HOWEVER, NECESSARY DATA AND EXPERTISE WILL REQUIRE TIME 
TO BE DEVELOPED AND PUT TO USE. WE HOPE TO HAVE THIS 
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CAPABILITY IN ABOUT A YEAR. AT THAT TIME WE WILL BE WILLING 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 

TO CONSIDER STUDY REQUESTS, KEEPING IN MIND WORKLOAD AND 
AVAILABLE PERSONNEL. 

GOULD 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975THEHA04646 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750317-1073 
From: THE HAGUE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750956/aaaabxhb.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE A-5384 
Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 MAR 2003 by maustmo; APPROVED <30 JAN 2004 by RowellE0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GLOBAL MARKET RESEARCH: POST STUDIES-COMMUNICATIONS EQUIPMENT AND SYSTEMS 
TAGS: BBSR, NL 
To: STATE COM 
Type: TE 
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